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BEAFOAMc 3250, 


1. PREPARATION FOR 3250 WAS A LITTLE HECTIC WITH PERSONNEL TIRED 
PROM THE DEPLOYMENT AND OUR FIRST GO AT A NEW’ LOCATION PLUS OUR PROBLEMS 
WITH IKE ARTICLE, REF MSG » 

2. | FLEW THE MSN IN HIS USUAL SUPERIOR FORM WITH MOTHER 

NATURE’S COOPERATION WITH REGARD TO CLOUD COVER » WE BELIEVE THE 


ROUTE WINDS WERE SLIGHTLY STRONGER THAN BRIEFED BUT CREATED NO PROBLEMS. 
FUNCTIONED PERFECTLY ACCORDING TO INDICATIONS HERE , 

_ RAN OUT DURING SHUTDOWN, WHICH IS RUNNING PRETTY 


THE 


HOWEVER , THE 
CLOSE. 
POSSIBLE 



PREFER 

THE 



TAKE HAD SOME BANDING IN THE LAST HALF OF THE 

WAS MINIMAL » 

EQUIP MALFUNC- 


MISSION , HOWEVER ^DEGRADATION TO THE 

3. IT WAS MOST DISAPPOINTING TO HAVE ALL 
TIG No BOTH RECORDERS , 

BREAK . TECHS INDICATE PREFLIGHT WAS NORMAL AND CAUSE UNK 


HAD THE TAPE SLIP OFF THE REELS AND 


Recorder had a frozen pinch roller which caused tape to break 
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’AGE TWO 


CAUSE BELIEVED DUE CORROSION FROM HEAVY CONDENSATION THIS LOCATION* 
THE BIRDWATCHER OPERATED 10® PER CENT ACCORDING TO INDIuAi IONS HERE * 
4, THE ARTICLE FUNCTIONED PERFECTLY AND HQS PREDICTION ON FUEL 
RESERVE FOR PLUS 22 PROFILE PROVED VERY ACCURATE* FLS ADVISE u *DU 


DESIRE FUEL CURVE DATA FROM 


-d 


THE AIRLIFT SUPPORT FOR THE TAKE WAS SOMEWHAT CUNFUSEL 


TS BOTH 


•ARRIVAL TIME AND ROUTING* ACFT ARR APPROX 1 PLUS SB As - 1 Eh $ h '-' 

READY FOR SHIPMENT 9 HOWEVER * DID RELAUNCH WITH MIN GRND TIME* 
ms ABLE TO REROUTE ACFT IN THE AIR FROM I AF T er 


DEPARTURE 


END OF MESSAGE 
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